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crews, at the denial of shore-going. We needed this to
keep body and soul healthy. I never tired in again and
again attempting to get permission for this. The local
naval commanders were not against it personally, but
were refused by the Admiralty in London, and they had
to stand by this refusal as a matter of principle.

At nay request I, personally, was allowed to inspect the
various ships under my orders between the hours of 10
a.m. and 3 p.m., using my own barge for these visits,
though I still had to submit the names of the ships to be
visited to the English beforehand. This permission was
later extended to the officers of my Staff. The breaking
through of the chief Soldiers' Councillor, who had
smuggled his delegates into my barge as the crew in order
to exercise a personal and mostly mutinous influence on
the other ships, later compelled me to use an English
dispatch boat instead of my barge for visits of inspection.
Later on, individual captains and ships' officers were
allowed to be fetched on board my Flagship after notice
had been given. I was able to keep personal contact with
my officers and men in different spheres through these
concessions.

In accordance with the Armistice conditions ship-
keepers were to be detailed to remain aboard the ships
and torpedo craft and the surplus portions of the crews
were to be sent back to the Homeland.
The proposals of the German C,-in-C. on the subject of
the strength of the care and maintenance parties appeared
to the English C.-in-C. to have been set at too high a
figure. On the 23 November he gave the following basis
to be worked on to the German C.-in-C.: